WINDSOR, ONTARIO 


AMBASSADOR BRIDGE 


AMBASSADOR BRIDGE | ous: | 
The World's Longest International Suspension~Bi STATES Pa’ 


Ca al 

Length Main Span—1850 feet. Total Lengef—2 hnilgsf sBNg As | 
Over River—152 feet. Each Cable—8066 wire ; oa ra 
Terminals—U. S. A. 6 Acres—Canada 74% Ag er i s | 


in each terminal. 
ALWAYS OPEN 


